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277—OCOTILLO CACTUS 
Fouquieria Splendens, also called Candle¬ 
s' wood. Coach-whip Vine Cactus and Jacob's 
^ Staff, at times appears as dry sticks only. 
The rainy season causes it to flame with 
slender, brilliant red panicles of bloom. Many 
Southwestern hillsides are literally covered 
with this spiny shrub. 
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